FIRST  BAPTIST  CHURCH 
LEXINGTON,  TENNESSEE 
Constituted  1842 
Corner  of  Main,  Stanford  and   First  Streets. 
The    present    building    (erected    1952-55)    is  an 
example  of  pure  Gothic  architecture  and  is  con- 
sidered one  of  Tennessee's  most  beautiful  churches. 
This  is  the  fifth  building  occupied  by  the  congre- 
gation during  its  long  history. 

COLOR  BY  L.  D.  THOMPSON 
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